KINGS  CHAPEL 
Boston,  Mass. 

The  first  Episcopal  Church  in  Boston,  became,  after 
the  Revolution,  the  first  Unitarian  Church  in 
America. 


POST  CARD 


ON  THE  FREEDOM  TRAIL 


VbyCOLOURPICTURE 
(OSrON.  MASS  0}I30 


